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IRRIGATION AND POWER DEPARTMENT 


The 20th January , 2005 


No. 152 /338 - W.- Whereas, it appears to the Governor of Haryana that land specified below is needed by the 
Government, at the public expenses, for public purpose, namely , for land proposed to be acquired for constructing Link 
Channel from RD 0 to 1620 offtaking at RD 294921 Old /247875 New and Additional Bay of Pump House No. 1 at RD 


of Siwani Canal in village Saharwa, Tehsil Hisar, District Hisar . 


It is hereby notified that land in the locality described below is required for the above purpose . 


This notification is made under the provision of Section 4 of Land Acquisition Act, 1894 for information of all 


to whom it may concern . 


In exercise of the powers conferred by the aforesaid Section the Governor of Haryana hereby authorises the 
officers of Irrigation Branch with their servants and workmen for the time being engaged in the undertaking to enter 
upon and survey any land in the locality and to do all other acts required or permitted by that Section .., 


Any person interested , who has any objection to the acquisition of.any land in the locality , may, within a period 
of thirty days of publication of this notification files objection in writing before the Land Acquisition Collector -cum 
District Revenue Officer , Bhiwani. 


Plan of the land may be inspected in the office of the Land Acquisition Collector-cuin - District Revenue Officer, 
Bhiwani and Executive Engineer, Siwani Water Services Division , Bhiwani. 


Specification 


Tehsil 


Sr. District 
No. 


Village 


Hadbast No. 


Area in 
Acres 


Rectangle/Khasra No. 


1 


2 


3 


4 


5 


6 


7 


A strip of land measuring 1620 feet 
in length and varying in width 
comprising Part Field No. given as 
under : 


1. Hisar 


Hisar 


Saharwa 


3 


5.12 


176 


12 , 13 , 18 , 19 , 20 , 21 and 22 


177 


24 and 25 


188 


3 , 4 , 5 , 6 , 7 , 8 , 9 , 11, 12 , 13 , 
19 , 20 and 21 


189 


1 


and generally laying in the direction 
from West to East as per demarcation 
at site and as shown in the Index Plan . 


By order ofGovernor of Haryana . 


ZILE SINGH SANGWAN , 

Superintending Engineer , 
Yamuna Water Services Circle , Bhiwani. 


